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^wzaBMi-rs il.tepiwtiKOTl, 

cvt the Jlitiut, 

WaBhiuaton, S'®vOctober 11, 1894. 


Eugeiie Townsend Esq., 

Philadelphia, Pennsylvania. 

Sir: 

You will report to the Treasur^lof the United States the 
number of Columbian half-dollars exchanged dally for gold coin. 

Respeotfully yours. 



Director of the Mint 
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Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 

October 11,1894 

Eugene Townsend Esq., 
Philadelphia, Pennsylvania. 

Sir: 


You will report to the Treasurer of the United States the number of Columbian half- 
dollars exchanged daily for gold coin. 

Respectfully yours, 

R.E. Preston 
Director of the Mint. 



